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UIC John Marshall Law School 


Hours of Operation 

Updated Hours Related to Illinois Phase 4 

The Law School has partially reopened under Illinois's Phase 4 guidance. All students, faculty, 
and staff visiting the campus must review and abide by all policies related to visiting campus. 

For more information about the Law School's Phase 4 policies, please visit 

https:/^ i mls.uic.edu/coronavirus/ rhttps:jyimls.uic.edu/coronavirus/l and review Phase 4 Law 
School Information at the top of the page, along will all relevant constituent guidance in subsequent 
sections. 


Primary Business Hours 

Monday-Friday: 9 a.m.— 5 p.m. 
Saturday & Sunday: Closed 

Building Operating Hours 

Monday-Thursday: 8 a.m.—10 p.m. 
Friday: 8 a.m.-7 p.m. 

Saturday & Sunday: 8:30 a.m.-6 p.m. 


Building Entrance Hours 

300 S. State Street Entrance 

Monday-Thursday: 8 a.m.—10 p.m. 
Friday: 8 a.m.-7 p.m. 

Saturday & Sunday: 8:30 a.m.-6 p.m. 

315 S. Plymouth Court Entrance 

Monday-Sunday: Closed 

19 W. Jackson Boulevard Entrance 

Monday-Sunday: Closed 


https://jmls.uic.edu/hours/ 
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